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BEMOVAL OF HOUSE EEFUSE

of splashing as in the wash-out closet, nor does the flush of
water lose its force owing to an intercepting container.

Rushing Cisterns

To prevent the flushing of closets from being imperfect
through carelessness, many plans have been devised for
ensuring that once the flow of water is started it will continue
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Pig. 138.   A MODEBK FLUSHING CISTERN.
By pulling the chain, the bell-like covering of the flush pipe is raised. When
this falls (by releasing the chain) water is forced between it and the flush pipe.
This starts siphonage, which continues until the cistern is emptied. As the
water level in the cistern falls, the copper ball, or float, sinks with it, and this
opens the tap. Water then flows from the tap until the cistern is full again,
when the floating ball turns off the tap.
until a given volume has been discharged. A good arrange-
ment is shown in Fig. 137. "When the plug is removed, water
rushes down the pipe and sets the siphon in action; then,
even if the plug is replaced, the pressure of the air keeps the
water flowing down the siphon until the surface is lowered so
much that air is admitted to the short end of the siphon-pipe.
A ball-tap is used for automatically refilling the cistern after
discharge. Another more modern form of flushing cistern is
shown in Fig. 138.
The cistern may be made of enamelled irona or of wood
lined with lead.